PREPARED BY: J. ROSS 


STAFF REPORT: 11-13-2019 MEETING 

ADDRESS: 150 BAGLEY 

HISTORIC DISTRICT: ADJACENT TO GRAND CIRCUS PARK 

APPLICANT: EMMETT MOTEN 

UNITED ARTISTS THEATER DEMOLITION/REHABILITATION 

• The building located at 150 Bagley is kn own as the United Artist Theater. It was erected in 1928 
and was designed by C. Howard Crane, architect of several historic-age theatres in Detroit. The 
current storefront at the multi-story office tower was installed in 1960 

• The applicant has submitted the attached documentation to the Detroit Historic District 
Commission as required by Detroit City Code, Chapter 21 “History” because the building located at 
150 Bagley is adjacent to the Grand Circus Park Local Historic District 

• See the attached, which indicates that current project proposes the following: 

o The demolition of the theatre wing and rotunda connector 

o The expansion of the existing parking/paved area within the footprint of the theatre wing 
o The installation of a “memorial plaza” and “pocket park” within the footprint of the theatre 
wing 

o The erection of a service area enclosure 

o The replacement of the existing 1960s International Style storefront with a new storefront 
o Rehabilitation of the high-rise office tower. 

• The applicant has submitted an application to the City of Detroit for approval to establish an 
Obsolete Property Rehabilitation District and a Neighborhood Enterprise Zone at the property 

• The applicant is seeking Historic Preservation Tax Credits to support the project 

• The applicant is also seeking funds from the United States Department of Housing and Urban 
Development to support the project. The expenditure of any such funds will require that the project 
be reviewed for compliance with Section 106 of the National Historic Preservation Act 

GRAND CIRCUS PARK LOCAL HISTORIC DISTRICT 

• The Grand Circus Park Historic District was locally designated in 2001 

• The City of Detroit designated the district in recognition of Grand Circus as “.. .one of 
downtown Detroit’s major open spaces which contains significant historic landscape features 
and public monuments.” The buildings within the district “.. .form a rim around Grand Circus 
Park. The result is an open-air drawing room for the city, defined by the open space and the 
structures which fonn a non-continuous wall at its edges.” 

• The City also determined that the district is significant because it remains as “.. .a collection of 
early twentieth century commercial buildings by noted architects including Albert Kahn, C. 
Howard Crane, George Post and Smith Hinchman & Grylls; for its Gothic Revival Church by 
Gordon W. Lloyd; and as the hub for the social, cultural and business activities that took place 
during the early decades of dynamic growth of the City of Detroit as the automobile¬ 
manufacturing capitol of the world” 

• The National Park Service (NPS) listed the Grand Circus Park Historic District in the National 
Register of Historic Places (NRHP) in 1995. Please see the NRHP district boundaries, which 
include the United Artists Theater Building/150 Bagley 

• The boundaries of the Local historic district are slightly different from the National Register 
Historic district boundaries. Specifically, 150 Bagley was not included in the local district’s 
boundary, although it is included within the boundaries of the National Register district. 


STAFF OBSERVATIONS 


The project will result in the rehab of the building’s commercial tower 

The parking lot to the rear of the property is expansive and represents the most significant break in 
the building wall /’’rim” around Grand Circus Park 

The demolition of the theatre will increase the expanse of open/paved parking area that opens onto 
Grand Circus Park 

The project will result in the removal of a yet another mid-century storefront from Grand Circus 
Park NRHP District. 

The HDC’s role in providing comment to the Mayor and City Council is to detennine the 
. .demonstrated effect of the proposed development...” on the adjacent Grand Circus Park Local 
Historic District 





























































































Drawing: P:\20 I 5\ I 5602\Dwgs\CD\Arch\TXSPIA0 I O.dwg 

Date: Oct 15, 2019, I :42pm Layout: A-0 I 0 Plotted by: dmcgowan 


H 


G 


F 


E 


D 


C 


B 


Sheet Size - 30x42 

A • ©Copyright 2012 Hobbs+Black Associates, Inc. 

ALL RIGHTS RESERVED 





ADAMS AVENUE WEST 


6 


5 


4 


3 


2 



PDD REVIEW 

10/16/2019 

90X. CD 

04/24/2019 

PROGRESS PRINTING 

11/13/2018 

PROGRESS SET 

10/24/2018 

NPS PACKAGE 

01/03/2018 

DATE ISSUED 

DRAWN BY 

CHECKED BY 


5 




CQ 

+ 

to 

CQ 

CQ 




CO 


O 


LU 


u 

o 

00 

-t- 1 _ Ov 

OO ^ 0O 
CD ^ *— 

o' 

t; - 'T 
o o co 

^ -e ^ 

< 

Z ^ 

n C CO 
2 < 


£ 

o 

q 

sz 

u 

o 

Q 

Ln 

n 

o 

sz 

£ 

£ 

£ 


4 



0 

< 

CQ 






o 

DC 

I- 

LU 


a 


o 

i- 

< 

dc 


o 

I— 
CO 
LU 


DC 


o 

I- 

< 

> 

o 


LU 

DC 


PROJECT 


3 



CONSULTANT 


•§ - 

, ARCHITECTURAL 

SITE PLAN 


1 


G 


PLAN TRUE 
NORTH NORTH 



cA ARCHITECTURAL SITE PLAN 

A-OU 7 scale - r = 2ff-0- 


D 


C 


B 


nr SHEET TITLE 

CL 

1 - 

w 15-802 

LU_ 

fr PROJECT NUMBER 

CD_ 

§ A-010 

.a- 

SHEET NUMBER 


















































































































































































































































































































































































































































Drawing: P:\20 I 5\ I 5802\Dwgs\CD\Arch\TXSPIA I OO.dwg 

Date: Oct 15, 2019, I :40pm Layout: A-I 00 Plotted by: dmcgowan 


H 


G 




\ 


\ 




\ 




\ 






\ 






B 


Sheet Size - 30x42 

©Copyright 2012 Hobbs+Black Associates, Inc. 
ALL RIGHTS RESERVED 




"LINE OF EXISTING 
THEATER BUILDING 
TO BE REMOVED — 



SHEET NOTES: 

1. INDICATES 1 HR. RATED PARTITION 

2. ^— - - ^—INDICATES 2 HR. RATED PARTITION 


PDD REVIEW 


10/16/2019 


90% CD 


04/24/2019 


PROGRESS PRINTING 11/10/2018 


PROGRESS SET 


10/24/2018 


NPS PACKAGE 


01/03/2018 


DATE ISSUED 


DRAWN BY 


CHECKED BY 


<U 


CO 

+ 

to 
CO 
CD O 

O 

< 


o 

oo 

-*- 1 _ o * 

oo ^ 0O 

o O co 

§ $ 

~Z < -sf 

n C CO 

2 < al 


£ 

o 

q 

<J 

o 


_Q 

O 

C 

£ 

£ 

£ 


LU 

CD 

< 

DO 


LO 


< 

LU ^ 


o 


o 

DC 

I- 

LU 

O 


< 
DC 
O 
I— 
CO 
LU 
DC 


LU 

> 

< 


< 

> 

o 

LU 

DC 


PROJECT 


o 

I— 

o 

oc 

I— 

co 

O 

o 

QG 

O 


CONSULTANT 


o 


oc 

CL 


BASEMENT 
FLOOR PLAN 

SHEET TITLE 


15-802 


PROJECT NUMBER 


H 


G 


B 


CO 
CO 

LU_ 

OC 

CD_ 

§ A-100 

.0- 


SHEET NUMBER 




















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\ I 5802\Dwgs\CD\Arch\TXSPIA I 0 I .dwg 

Date: Oct 15, 2019, I :38pm Layout: A-I 0 I Plotted by: dmcgowan 



AMENITIES/FACILITIES/COMMON AREAS 

CIRCULATION 

RETAIL SPACE 




cA FIRST FLOOR PLAN 


A-101 


SCALE - 1/8’ = T-0* 


TX96AP01 


Sheet Size - 30x42 

©Copyright 2012 Hobbs+Black Associates, Inc. 
ALL RIGHTS RESERVED 


PDD REVIEW 


10/16/2019 


90X. CD 


04/24/2019 


PROGRESS PRINTING 11/10/2018 


PROGRESS SET 


10/24/2018 


NPS PACKAGE 


01/03/2018 


DATE ISSUED 


DRAWN BY 


CHECKED BY 


<U 


CO 

+ 

to 
CO 
CD U 

O 

< 


o 

oo 

-*- 1 _ o * 

oo ^ 0O 

o O co 

§ 3 

~Z < -sf 

n C CO 

2 < al 


£ 

o 

q 

<J 

o 


Q 

O 

.C 

£ 

£ 


LD 

0 

< 

DO 


LO 


< 

LU 55 


o 


o 

DC 

I- 

LU 

O 


< 
DC 
O 
I— 
CD 
LU 
DC 


LU 

> 

< 


< 

> 

o 

LU 

DC 


PROJECT 


CONSULTANT 


H 


G 


B 


oc 

CL 

i 

CO 

CO 

LU 

QG 

CD 

O 

oc 

.CL 


FIRST 

FLOOR PLAN 

SHEET TITLE 


15-802 


PROJECT NUMBER 


A-101 


SHEET NUMBER 

















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\ I 5602\Dwgs\CD\Arch\TX5liA I 02.dwg 


H 


G 


B 


Sheet Size - 30x42 

©Copyright 2012 Hobbs+Black Associates, Inc. 
ALL RIGHTS RESERVED 


O 

O 

E 

T5 

X 

“S 

03 

_0 

Q_ 


CM 

O 


O 


I. 1 
□ 

CO 


GY 


O 

CM 


O 

O 

03 

4-4 

^3 



CIRCULATION 

RESIDENTIAL UNIT 
(4 UNITS ON 2ND FL. - 
9 UNITS EA. FL. - 3 TO 18) 

RETAIL SPACE 


NORTH NORTH 




cA SECOND FLOOR PLAN 



A-102 


SCALE - 1/8’ = t-0" 


TX96AP02 


SHEET NOTES: 

1. INDICATES 1 HR. RATED PARTITION 

2.o^ ■ ■ ^—INDICATES 2 HR. RATED PARTITION 


PDD REVIEW 


10/16/2019 


90% CD 


04/24/2019 


PROGRESS PRINTING 11/10/2018 


PROGRESS SET 


10/24/2018 


NPS PACKAGE 


01/03/2018 


DATE ISSUED 


DRAWN BY 


CHECKED BY 


<U 


CO 

+ 

to 
CO 
CD U 

O 

< 


o 

oo 

-*- 1 _ o* 

oo ^ OO 

O o co 

§ $ 
Z < 
n C CO 

2 < £2 


£ 

o 

q 

<J 

o 


J3 

_Q 

O 

C 

£ 

£ 

£ 


LU 

0 

< 

DO 


LO 


< 

LU ^ 


o 


o 

DC 

I- 

LU 

O 


< 
DC 
O 
I— 
CD 
LU 
DC 


LU 

> 

< 


< 

> 

o 

LU 

DC 


PROJECT 


o 

I— 

o 

oc 

I— 

c n 

O 

O 

QG 

o 


CONSULTANT 


o 


oc 

CL 


SECOND 
FLOOR PLAN 

SHEET TITLE 


15-802 


PROJECT NUMBER 


H 


G 


B 


c n 

c/) 

lu_ 

oc 

CD_ 

§ A-102 

.0 - 


SHEET NUMBER 
































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\ I 5602\Dwgs\CD\Arch\TXSPIA I 03.dwg 

Date: Oct 15, 2019, I :35pm Layout: A-1 03 Plotted by: dmcgowan 


H 


G 


F 


E 


D 


C 


B 


7 


Sheet Size - 30x42 

A • ©Copyright 2012 Hobbs+Black Associates, Inc. 

ALL RIGHTS RESERVED 


7 


PDD REVIEW 10/16/2019 


907. CD 04/24/2019 

g g _ 

PROGRESS PRINTING 11/13/2018 


PROGRESS SET 10/24/2018 


NPS PACKAGE 01/03/2018 


DATE ISSUED 


DRAWN BY 


CHECKED BY 


5 


4 


3 


2 


1 



AMENITIES/FACILITIES/COMMON AREAS 

CIRCULATION 

RESIDENTIAL UNIT 
(4 UNITS ON 2ND FL. - 
9 UNITS EA. FL. - 3 TO 18) 


PLAN TRUE 
NORTH NORTH 



dA THIRD - SEVENTEENTH FLOOR PLAN 



A-103 


SCALE - 1/8’ = f-O’ 

TX96AP03 


(3RD FLOOR SHOWN) 


SHEET NOTES: 

1. INDICATES 1 HR. RATED PARTITION 

2. ^— ■ ■ —^INDICATES 2 HR, RATED PARTITION 


J 


B 



GO 

0) 

a 

GO 


o 

o 


o 

CO 

"'t 

_ CN 

2 2 
■'T 
O co 
_Q -O 


oo 


^ < a.' 


£ 

o 

q 

o 

o 

Ln 

n 

o 

.c 

£ 

£ 

£ 


4 



(D 
< 
CQ 






o 

DC 

I- 

LU 


a 


o 

i- 

< 

DC 


O 
I— 
CO 
LU 


DC 


o 

I- 

< 

> 

o 


LU 

DC 


PROJECT 


3 



CONSULTANT 




THIRD - 
SEVENTEENTH 
FLOOR PLAN 


FT SHEET TITLE 

CL 

1 - 

$ 15-802 

LU_ 

fr PROJECT NUMBER 

CD_ 

§ A-103 

.0 - 

SHEET NUMBER 



































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\ I 5602\Dwgs\CD\Arch\TXSPIA I 04.dwg 

Date: Oct I 5, 20 19, 1:1 9pm Layout: A-1 04 Plotted by: dmcgowan 


7 


6 


5 



A 


Sheet Size - 30x42 

©Copyright 2012 Hobbs+Black Associates, Inc. 
ALL RIGHTS RESERVED 


7 


PDD REVIEW 

10/16/2019 

90% CD 

04/24/2019 

PROGRESS PRINTING 

11/13/2018 

PROGRESS SET 

10/24/2018 

NPS PACKAGE 

01/03/2018 

DATE ISSUED 

DRAWN BY 


CHECKED BY 



-'t 

o 

00 

-'J- 

_ O' 

^ 5 co 

o O co 

~ § $ 
Z < xr 
n C CO 

2 < 


£ 

o 

q 

o 

o 

X5 

to 

J3 

_Q 

O 

C 

£ 

£ 

£ 


FINISHES ON OUTSIDE WALLS TO 
MATCH HISTORIC CHARACTER IN 
APPEARANCE, TYPICAL 



LU 

o 

< 

DO 


O 


o 

DC 

I- 

CO 

o 

o 

DC 

o 


o 


DC 

CL 

1 

CO 

CO 

LU 

Q£ 

CD 

O 

OC 

.CL 


LO 


< 

LU 2 


o 


o 

OC 
I— 
LU 
Q 


< 
DC 
O 
I— 
CD 
LU 
DC 


LU 

> 

< 


< 

> 

o 

LU 

DC 


PROJECT 


CONSULTANT 


EIGHTEENTH 
FLOOR & 
MEZZANINE 
PLANS 

SHEET TITLE 


15-802 


PROJECT NUMBER 


A-104 


SHEET NUMBER 



























































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\ I 5602\Dwgs\CD\Arch\TXSPIA I 05.dwg 

Date: Oct I 5, 20 19, 1:1 5pm Layout: A-1 05 Plotted by: dmcgowan 


7 


6 


5 


H 


G 


PLAN TRUE 
NORTH NORTH 




HIGH ROOF PLAN 

SCALE - 1/8’ = f-0’ 

TX96AP18 



Sheet Size - 30x42 

C • B • A • © Copyright 2012 Hobbs+Black Associates, Inc. 

ALL RIGHTS RESERVED 


7 


PDD REVIEW 

10/16/2019 

907. CD 

04/24/2019 

PROGRESS PRINTING 

11/10/2018 

PROGRESS SET 

10/24/2018 

NPS PACKAGE 

01/00/2018 

DATE ISSUED 

DRAWN BY 

CHECKED BY 


LEGEND 


<U 


CQ 

+ 

to 



AMENITIES/FACILITIES/COMMON AREAS 


CQ 


• 

CQ 


CIRCULATION 


n 


< 


o 

oo 

-*- 1 _ o * 

oo ^ 0O 

o O co 

§ $ 
Z < xr 
n C CO 

2 < 


£ 

o 

q 

<J 

O 


J3 

_Q 

O 

_C 

£ 

£ 

£ 


4 


3 


2 


1 



H*G*F«E»D*C*B 


4 



C D 
< 
CQ 







o 

DC 

I- 

LU 


a 


o 

i- 

< 

dc 


o 

I— 
CD 
LU 


DC 


o 

I- 

< 

> 

o 


LU 

DC 


PROJECT 


3 


2 




QC 

I— 

c n 



O 

O 


QC 

O 

LL 


CONSULTANT 




ROOF 

PLAN 


QC SHEET TITLE 

CL 

i - 

w 15-802 

LU_ 

Or PROJECT NUMBER 

CD_ 

§ A-105 

.0 - 

SHEET NUMBER 













































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\ I 5602\Dwgs\CD\Arch\TX5liA I 5 I .dwg 


H 


G 


F 


Sheet Size - 30x42 

E*D«C*B«A» ©Copyright 2012 Hobbs+Black Associates, Inc. 

ALL RIGHTS RESERVED 


7 


7 


6 


5 


4 


3 


2 


o 

rp 

O 

E 

>S 

03 


_0 

CL¬ 


IO 

< 

-U 



I 1 

GY 

O 

C\J 


4-i 

o 

O 

03 

4-i 

Q 



LEGEND 


AMENITIES/FACILITIES/COMMON AREAS 

CIRCULATION 

RETAIL SPACE 


PLAN TRUE 
NORTH NORTH 




_ FIRST FLOOR 

cT\ REFLECTED CEILING PLAN 

V1S1 ) SCALE - 1/8" = T-0" 

n ° y TX96RC01 


PDD REVIEW 

10/16/2019 

90% CD 

04/24/2019 

PROGRESS PRINTING 

11/13/2018 

PROGRESS SET 

10/24/2018 

NPS PACKAGE 

01/03/2018 

DATE ISSUED 

DRAWN BY 

CHECKED BY 


5 





CO 

+ 

to 

CO 

CO 




x< 


GO 

0) 

a 

CO 


o 

o 


-'t 

o 

CO 

"'t 

_ CN 

2 2 
'T. 
O co 
_Q -o 


co 


^ < a.' 


£ 

o 

q 

u 

o 

A 

Ln 

A 

A 

O 

A 

£ 

£ 

£ 


4 



C D 
< 
0Q 







o 

DC 

I- 

LU 


Q 


O 

I- 

< 

DC 


O 
I— 
CO 
LU 


DC 


o 

I- 

< 

> 

o 


LU 

DC 


PROJECT 


3 



CONSULTANT 


I— 


2 FIRST FLOOR 
REFLECTED 
CEILING PLAN 


H 


G 


F 


E 


D 


C 


B 


FT SHEET TITLE 

CL 

1 - 

$ 15-802 

LU_ 

fr PROJECT NUMBER 

CD_ 

§ A-151 

.0 - 

SHEET NUMBER 




































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\l 5602\Dwgs\CD\Arch\TX5liA I 52.dwg 

Date: Oct I 5, 20 19, 1:1 Opm Layout: A-1 52 Plotted by: dmcgowan 


7 


6 


5 



Sheet Size - 30x42 

©Copyright 2012 Hobbs+Black Associates, Inc. 
ALL RIGHTS RESERVED 


7 


PDD REVIEW 

10/16/2019 

90X CD 

04/24/2019 

PROGRESS PRINTING 

11/13/2018 

PROGRESS SET 

10/24/2018 

NPS PACKAGE 

01/03/2018 

DATE ISSUED 

DRAWN BY 

CHECKED BY 


5 





CO 

+ 

to 

CO 

CO 




o 

x< 


GO 

0) 

a 

GO 


o 

o 


-'t 

o 

oo 

"'t 

_ CN 

2 2 

O co 
_Q -o 


oo 


^ < a.' 


£ 

o 

q 

o 

o 

-Q 

_Q 

O 

C 

£ 

£ 

£ 


REFLECTED CEILING 
PLAN LEGEND 



SURFACE MOUNTED CLG LIGHT. SHADING 
INDICATES NIGHT LIGHT. 


RECESSED MOUNTED CLG LIGHT. 
SHADING INDICATES NIGHT LIGHT. 



PENDANT LIGHT FIXTURE 



WALL SCONCE, REFER TO ELEVATIONS 
FOR VERTICAL LOCATION. 


i _ 1 WALL MOUNTED LIGHT FIXTURE 


SURFACE MTD FLUORESCENT FIXTURE. 
SHADING INDICATES NIGHT LIGHT. 


3 


2 



WALL MTD FLUORESCENT LIGHT FIXTURE. 
SHADING INDICATES NIGHT LIGHT. 

CEILING MOUNTED EXIT LIGHT 

WALL MOUNTED EXIT LIGHT 


WALL WASH FIXTURE 



CEILING MOUNTED PROJECTOR 


+ 8 '- 0 " 


CEILING OR SOFFIT HEIGHT 
ABOVE FINISH FLOOR 

SMOKE DETECTOR 


[FaK fire ALARM NOTIFICATION DEVICE 
| SS K 1 SECURITY SYSTEM 



SUPPLY AIR DIFFUSER 



RETURN AIR/EXHAUST DIFFUSER 


8'-0" (+/-) HIGH GYPSUM BOARD 
CEILING OR SOFFIT 


9'-0" (+/-) HIGH GYPSUM BOARD 
CEILING OR SOFFIT 


EXISTING CEILING - SEE ROOM 
FINISH SCHEDULE 


1 


NOTES; 

1. REFER TO THE ELECTRICAL DRAWINGS AND SCHEDULES 



H 


G 


F 


E 


D 


C 


B 


A 


4 



C D 
< 
OQ 







o 

DC 

I- 

LU 


a 


o 

i- 

< 

DC 


O 
I— 
CO 
LU 


DC 


o 

I- 

< 

> 

o 


LU 

DC 


PROJECT 


3 



CONSULTANT 


I— 


2 2ND FLOOR & 

. 3RD-17TH FLOOR 
, REFLECTED 

5 CEILING PLANS 

fT SHEET TITLE 

CL 

1 - 

w 15-802 

LU_ 

fT PROJECT NUMBER 

CD_ 

§ A-152 

.0 - 

SHEET NUMBER 

























































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\l 5602\Dwgs\CD\Arch\TX5liA I 53.dwg 

Date: Oct I 5, 20 19, 2:1 3pm Layout: A-1 53 Plotted by: dmcgowan 



Sheet Size - 30x42 

©Copyright 2012 Hobbs+Black Associates, Inc. 
ALL RIGHTS RESERVED 


PDD REVIEW 


10/16/2019 


90* CD 


04/24/2019 


PROGRESS PRINTING 


11/10/2018 


PROGRESS SET 


10/24/2018 


NPS PACKAGE 


01/00/2018 


DATE ISSUED 


DRAWN BY 


CHECKED BY 


<U 


CO 

+ 

to 
CO 
CD U 

O 

< 


o 

oo 

-*- 1 _ o * 

oo ^ 0O 

o O co 

0 § 3 

~Z < -sf 

n C CO 

2 < a: 


£ 

o 

q 

<j 

o 


43 

43 

O 

41 

£ 

£ 


REFLECTED CEILING 
PLAN LEGEND 


a 


0 

83 


SURFACE MOUNTED CLG LIGHT. SHADING 
INDICATES NIGHT LIGHT. 

RECESSED MOUNTED CLG LIGHT. 

SHADING INDICATES NIGHT LIGHT. 

PENDANT LIGHT FIXTURE 


WALL SCONCE, REFER TO ELEVATIONS 
FOR VERTICAL LOCATION. 

WALL MOUNTED LIGHT FIXTURE 


□ 




& 


SURFACE MTD FLUORESCENT FIXTURE. 
SHADING INDICATES NIGHT LIGHT. 


WALL MTD FLUORESCENT LIGHT FIXTURE. 
SHADING INDICATES NIGHT LIGHT. 


CEILING MOUNTED EXIT LIGHT 


WALL MOUNTED EXIT LIGHT 


031 


WALL WASH FIXTURE 


CEILING MOUNTED PROJECTOR 


+ 8 '- 0 " 


CEILING OR SOFFIT HEIGHT 
ABOVE FINISH FLOOR 


SMOKE DETECTOR 
[FaK fire ALARM NOTIFICATION DEVICE 
| SS K 1 SECURITY SYSTEM 



SUPPLY AIR DIFFUSER 


RETURN AIR/EXHAUST DIFFUSER 


8'-0" (+/-) HIGH GYPSUM BOARD 
CEILING OR SOFFIT 

9*-0" (+/-) HIGH GYPSUM BOARD 
CEILING OR SOFFIT 

EXISTING CEILING - SEE ROOM 
FINISH SCHEDULE 


NOTES; 

1. REFER TO THE ELECTRICAL DRAWINGS AND SCHEDULES 
FOR ADDITIONAL INFORMATION. 

2. REFER TO THE MECHANICAL DRAWINGS AND SCHEDULES 
FOR ADDITIONAL INFORMATION, 

3. ALL APARTMENT SUITE CEILINGS WILL CONSIST OF 2 
LAYERS OF 5/8" GYP. BD. STAGGERED. 



o 

I— 

o 

DC 
I- 

co 

o 

o 

DC 

o 


o 


H 


G 


B 


oc 

CL 

i 

CD 

CO 

LU 

QG 

0 

O 

OC 

.CL 


LU 

0 

< 

CD 


LO 


< 

LU 2 


o 


o 

oc 

I— 
LU 
O 


< 
DC 
O 
I— 
CO 
LU 
DC 


LU 

> 

< 


< 

> 

o 

LU 

DC 


PROJECT 


CONSULTANT 


EIGHTEENTH FL. 
& MEZZANINE 
REFLECTED 
CEILING PLANS 

SHEET TITLE 


15-802 


PROJECT NUMBER 


A-153 


SHEET NUMBER 



































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20l 5\ I 5S02\Dwgs\CD\Arch\TX5MA200.dwg 

Date: Oct 25, 20 I 9, I 1:26am Layout: A-200 Plotted by: ishehu 


H 


B 


Sheet Size - 30x42 

O Copyright 2012 Hobbs+Black Associates, Inc. 
ALL RIGHTS RESERVED 


SHEET NOTES: 

1. NEW MECHANICAL ROOFTOP MOUNTED EQUIPMENT OMITTED FROM 
DRAWING FOR ILLUSTRATION CLARITY PURPOSES. 

2. REFER TO SHEET A-210 FOR NEW WINDOW TYPES. 

3. REFER TO SHEET A-600 FOR NEW DOOR i, FRAME INFORMATION. 

4. ALL WINDOWS SHOWN ON THE EXTERIOR ELEVATION ARE NEW 
AND ARE INSTALLED IN EXISTING MASONRY OPENINGS. U.N.O. (TYP). 



SHEET NUMBER 















































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\201 5\l 5S02\Dwgs\CD\Arch\TX5MA201 .dwg 

Date: Oct 25, 2019, I 1:23am Layout: A-201 Plotted by: ishehu 


H 


B 


Sheet Size - 30x42 

O Copyright 2012 Hobbs+Black Associates, Inc. 
ALL RIGHTS RESERVED 



SHEET NUMBER 
























































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Drawing: P:\20 I 5\ I 5802\Dwgs\CD\Arch\TXSHA000-PDD-20 I 9 I 0 I Ddwg.dwg 
Date: Oct I 5, 201 9, I :43pm Layout: A-000 Plotted by: dmcgowan 




J 




H 




G 




F 




E 




D 




Sheet Size - 30x42 

C • B • A • © Copyright 2012 Hobbs+Black Associates, Inc. 

ALL RIGHTS RESERVED 



150 BAGLEY AVENUE 

DETROIT, MICHIGAN 

RENOVATION AND RESTORATION 


PDD REVIEW 
OCTOBER 16, 2019 


OWNER AND OWNER'S DIRECT CONSULTANTS: 


OWNER/DEVELOPER 


BAGLEY DEVELOMENT GROUP 
550 FORT STREET 
DETROIT, Ml 48226 

PHONE: 


FINANCIAL/APPRAISER 

JPS & ASSOCIATES, INC. 
319 N. MAIN, SUITE 100 
SPRINGFIELD, MO 65806 

ATT: JEFF SMITH 
PHONE: (417)882-4208 


EXTERIOR ENVELOPE & 
STRUCTURAL EVALUATION 

WALKER CONSULTANTS 
525 AVIS DRIVE, SUITE 1 
ANN ARBOR, Ml 48108 

PHONE: 


GREEN MIP 


McNEELY BUILDING GROUP LLC 
20191 WEST WHIPPLE DRIVE 
NORTHVILLE, Ml 48167 

ATT: KEVIN McNEELY 
PHONE: 


7 




PDD REVIEW 

10/16/2019 

90% CD 

04/24/2019 

PROGRESS PRINTING 

11/16/2018 

PROGRESS SET 

10/24/2018 

NPS PACKAGE 

01/06/2018 


DATE ISSUED 


DRAWN BY 


CHECKED BY 



CO 

’'T 


GO 

a) 

a 

to 


o 

o 


CN 

CO 


o 

_Q 


CO 
>o 
-o 

CO 
1^ 

< a: 


£ 

o 

o 

±2 

o 

o 

.Q 

I 

CO 

_Q 

_Q 

O 

JZ 

i 

£ 

£ 





O 
DC 
I— 
LU 
Q 


O 

< 

oc 


o 

I— 
CD 
LU 
0C 


O 

< 

o 


LU 

0C 


CONSTRUCTION MAGAGMENT TEAM AND CM DIRECT CONSULTANTS: 

3 _ 


PROJECT 


2 


1 


CONSTRUCTION MANAGEMENT TEAM: 

L. S. BRINKER 

53633 MICHIGAN AVE., SUITE 300 
DETROIT, Ml 48216 

PHONE: (313)897-9130 


CHRISTMAN COMPANY 

3011 W. GRAND BLVD., SUITE 200 

DETROIT, Ml 48202 


DESIGN ASSIST - MECHANICAL HVAC 


GREAT LAKES MECHANICAL 
3800 MAPLE STREET 
DEARBORN, MICHIGAN 48126 

PHONE: (313)581-1400 


DESIGN ASSIST - PLUMBING 


BEN WASHINGTON & SONS, INC. 
7116 TIREMAN AVENUE 
DETROIT, MICHIGAN 48204 

PHONE: 


DESIGN ASSIST - ELECTRICAL 


EDGEWOOD ELECTRIC, LLC 
3633 MICHIGAN AVENUE #100 
DETROIT, MICHIGAN 48216 

PHONE: 


DESIGN & ENGINEERING CONSULTANT TEAM: 


ARCHITECT / INTERIOR DESIGN 


HOBBS + BLACK ASSOCIATES, INC. 

100 N. STATE STREET 

ANN ARBOR, MICHIGAN 48104 

PHONE: (734)663-4189 

FAX: (734)663-1770 


FINISH HARDWARE CONSULTANT 


ALLEGION, PLC 
44704 HELM STREET 
PLYMOUTH, Ml 48170 

PHONE: (734)456-5324 


HISTORICAL CONSULTANT 


KIDORF PRESERVATION CONSULTING 
451 E. FERRY STREET 
DETROIT, MICHIGAN 48202 

PHONE: 


• G • 


CIVIL ENGINEER 


SPALDING DEDECKER 
905 SOUTH BLVD. EAST 
ROCHESTER HILLS, MICHIGAN 48307 

PHONE: (248)844-5400 


F • E • 


STRUCTURAL ENGINEER 


DESAI NASR CONSULTING ENGINEERS 

6765 DAY ROAD 

WEST BLOOMFIELD, Ml 48322 

PHONE: (248)932-2010 


D • C 


MEP ENGINEER 


STRATEGIC ENERGY SOLUTIONS, INC. 
23237 WOODWARD AVENUE 
FERNDALE, Ml 48220 

PHONE: (248)399-1900 


• B • A 



CONSULTANT 


2 


QG 

I— 
tO 



O 

o 


QG 

O 


LL 

1- 

o 

i 

1- 

COVER 

SHEET 

QG 

CL 

SHEET TITLE 

to 

to 

111 

15-802 

QG 

0 

PROJECT NUMBER 

O 

QG 

0l 

A-000 


SHEET NUMBER 









































































Drawing: P:\20 I 5\I 5802\Dwgs\CD\Arch\TXSHA00 I .dwg 

Date: Oct 15, 2019, I :52pm Layout: A-00 I Plotted by: dmcgowan 


H 


G 


F 


Sheet Size - 30x42 

E*D«C*B«A» ©Copyright 2012 Hobbs+Black Associates, Inc. 

ALL RIGHTS RESERVED 


7 


6 


5 


4 


3 


2 


1 



ABBREVIATIONS 


ABOVE FINISHED FLOOR 

A.F.F. 

LIGHTING PANEL 
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L.L, 

ACOUSTIC, ACOUSTICAL 

ACOUS. 

LONG LEG HORIZONTAL 
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MECHANICAL 

MECH. 

APPROXIMATE 

APPROX. 
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OPENING 

OPN'G 
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CABINET 

CAB. 

PAINTED 

PT'D 

CAST IN PLACE 

C.I.P. 

PAIR 

PR 

CATCH BASIN 

C.B. 

PAPER TOWEL DISPENSER 

P.T.D, 

CEILING 

CL'G 

PAPER TOWEL RECEPTACLE 

P.T.R. 

CENTER LINE 

C.L. 

PARTITION 

PART'N 

CENTER TO CENTER 

C/C 

PAVEMENT 

PVM'T 

CERAMIC 

CER. 

PAVING 

PV'G 

CERAMIC TILE 

C.T. 

PENTHOUSE 

PENTHSE 

CHALKBOARD 

CHALK BD. 

PERFORATED 

PERF. 

CHANNEL 

C 

PERIMETER 

PERIM, 

CHECKERED PLATE 

CHK'D PL. 

PHYSICALLY HANDICAPPED 

P.H, 

CLOSET 

CLO. 

PIECES 

PC'S 

COLD WATER 

CW 

PLASTER 

PLAS. 

COLUMN 

COL. 

PLASTIC LAMINATE 

PL. LAM. 

COMPACTED 

COMP. 

PLATE 

PL. 

CONCRETE 

CONC. 

PLYWOOD 

PLY'WD 

CONCRETE MASONRY UNIT 

C.M.U. 

POINT 

PT 

CONFERENCE 

CONF. 

POINTS 

PT'S 

CONNECT, CONNECTION 

CONN. 

POLISH, POLISHED 

POL. 

CONSTRUCTION 
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POLYVINYL CHLORIDE 

PVC 

CONTROL or CONSTRUCTION JOINT CJ 

POUNDS 

LBS 

CONTINUE, CONTINUOUS 

CONT. 
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P.S.F. 

CONTRACTOR 

CONTR. 

POWER 

PWR, 

CORRIDOR, CORRUGATED 

CORR. 

PRECAST 

P.C. 

COUNTER 

CT'R 

PREFABRICATED 

PREFAB. 

DAMP PROOFING 

D.P. 

PRESSURE TREATED 

P.T, 

DEAD LOAD 

D.L. 

PROJECT, PROJECTION 

PROJ. 

DEMOLITION 

DEMO 

PROPERTY 

PROP. 

DEPARTMENT 

DEPT. 

QUARRY TILE 

Q.T, 

DETAIL 

DET. 

RAIN CONDUCTOR 

R.C. 

DIAMETER 

DIA. 

RADIUS 

RAD. 

DIFFUSER 

DIFF 

REFERENCE 

REF. 

DIMENSION 

DIM. 

REFLECTED, REFLECTIVE 

REFL. 

DIRECTORY 

DIR. 

REFRIGERATION or REFRIGERATOR 

REFRIG. 

DITTO 

DO. 

REINFORCE, REINFORCING or 

REINF. 

DOOR 

DR. 

REINFORCEMENT 


DOOR OPENING 

D.O. 

REQUIRED 

REQ'D 

DOUBLE 

DB'L 

RESILIENT 

RESIL. 

DOWN 

DN 

REVISED, REVISION 

REV. 

DOWELS 

DW'LS 

RIGHT HAND 

R.H, 

DRAWING 

DW'G 

RIGHT HAND REVERSE 

R.H.R. 

DRINKING FOUNTAIN 

D.F. 

RIGHT OF WAY 

R.O.W, 

EACH 

EA. 

RISER 

R. 

EACH FACE 

E.F. 

ROOF SUMP 

R.S. 

EACH WAY 

E.W. 

ROOFING 

RF'G 

ELASTOMERIC WATERPROOFING ELAS. W.P. 

ROOM 

RM, 

ELECTRIC, ELECTRICAL 

ELEC. 

ROUGH OPENING 

R.O, 

ELETRICAL PANEL 

E.P. 

ROUND 

RND 

ELECTRIC WATER COOLER 

EWC 

RUBBER TILE 

R.T, 

ELEVATION (HEIGHT LEVEL) 

EL. 

SANITARY 

SAN, 

ELEVATOR 

ELEV. 

SANITARY NAPKIN DISPENSER 

S.N.D, 

ELIMINATE 

ELIM. 

SANITARY NAPKIN DISPOSAL 

S.N. DISP, 

EMERGENCY 

EMERG. 

SCHEDULE 

SCHED. 

ENAMEL 

ENAM. 

SECRETARY 

SEC, 

ENCLOSURE 

ENCL. 

SECTION 

SECT. 

ENVIRONMENT 

ENVIR. 

SERVICE SINK 

S.S. 

EQUAL 

EQ. 

SHEET 

SHT. 

EQUIPMENT 

EQUIP. 

SHEET METAL 

SHT. MET. 

EXCAVATED 

EXC. 

SHELVING 

SHLV'G 

EXISTING 

EXIST. 

SHOWER 

SH'R 

EXPANSION 

EXP. 

SIMILIAR 

SIM. 

EXPANSION BOLT 

EXP. B. 

SOAP DISPENSER 

S. DISP. 

EXPANSION JOINT 

EJ 

SOUTH 

S. 

EXTERIOR 

EXT. 

SPEAKER 

SPK'R 

FABRIC 

FAB. 

SPECIFICATIONS 

SPEC. 

FEET, FOOT 

FT. 

SQUARE 

SQ. 

FINISH, FINISHED 

FIN. 

SQUARE FEET (FOOT) 

S.F. 

FINISH FLOOR 

F.F. 

STAGGERED 

STAG'D 

FIRE ALARM 

F.A. 

STAINLESS STEEL 

ST. ST'L 

FIRE EXTINGUISHER CABINET 

F.E.C. 

STANDARD 

ST'D 

FIRE HYDRANT 

F.H. 

STEEL 

ST'L 

FIRE HOSE CABINET 

F.H.C. 

STORAGE 

STOR. 

FIRE VALVE CABINET 

F.V.C. 

STREET 

ST. 

FIREPROOFING 

FPRF'G 

STRUCTURAL 

STRUCT. 

FIXTURE 

FIXT. 

STRUCTURAL STEEL 

S. ST'L 

FLASHING 

FLASH. 

STRUCTURAL STEEL CONTRACTOR 

S.S.C. 

FLOOR 

FL'R 

SURFACE 

SURF. 

FLOOR DRAIN 

F.D. 

SUSPEND, SUSPENSION 

SUSP, 

FOOTING 

FT'G 

TACKBOARD 

TACK BD. 

FOUNDATION 

FD'N 

TELEPHONE 

TEL, 

FRAME 

FR. 

TEMPERATURE 

TEMP. 

FURNISH, FURNISHED 

FURN. 

TEMPERED GLASS 

TEMP. GL. 

FURRED, FURRING 

FURR. 

THICK, THICKNESS 

TH'K 

GAS 

G. 

THRESHOLD 

THRES. 

GAUGE 

GA. 

TOILET 

TOIL. 

GALVANIZED 

GALV. 

TOILET PAPER DISPENSER 

T.P.D. 

GALVANIZED IRON 

G.I. 

TOILET PAPER HOLDER 

T.P.H. 

GENERAL 

GEN. 

TONGUE AND GROOVE 

T & G 

GENERAL CONTRACTOR 

G.C. 

TOP AND BOTTOM 

T & B 

GLASS 

GL. 

TOP OF FOOTING 

T.O.F. 

GRADE 

GR. 

TOP OF MASONRY 

T.O.M. 

GYPSUM 

GYP. 

TOP OF COVER or CURB 

T/C 

HARDWARE 

HDWR 

TOP OF STEEL 

T.O.S, 

HANDICAPPED 

H.C. 

TOP OF WALL 

T/W 

HEATING, VENTILATION, 

HVAC 

TOTAL LOAD 

T.L, 

AIR CONDITIONING 


TREAD 

T. 

HEIGHT 

HG'T 

TYPICAL 

TYP. 

HIGH POINT 

H.P. 

UNDERWRITER'S LABORATORIES, INC. UL 

HIGH PRESSURE LAMINATE 

H.P.L. 

UNLESS NOTED OTHERWISE 

U.N.O. 

HOLLOW METAL 

H.M. 

VENT THRU ROOF 

V.T.R. 

HORIZONTAL, HORIZONTALLY 

HORIZ. 

VERIFY IN FIELD 

V.I.F. 

HOSE BIBB 

H.B. 

VERTICAL, VERTICALLY 

VERT. 

HOT WATER 

HW 

VESTIBULE 

VEST. 

HOT WATER HEATER 

H.W.H. 

VINYL COMPOSITION TILE 

V.C.T, 

HYDRANT 

HYD. 

VINYL TILE 

V.T, 

INCH or INCHES 

IN. or " 

VINYL WALL COVERING 

V.W.C. 

INFORMATION 

INFO. 

VOLT 

V. 

INSIDE DIAMETER 

I.D. 

WATER RESISTANT 
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GENERAL NOTES 

1. ALL WORK SHALL BE DONE IN ACCORDANCE WITH STATE OF MICHIGAN STANDARDS 
AND SPECIFICATIONS, STATE OF MICHIGAN REGULATIONS, AND ALL OTHER 
APPLICABLE CODES AND SHALL BE PERFORMED TO THE HIGHEST STANDARDS OF 
THE INDUSTRY. INCLUDING, BUT NOT LIMITED TO THE FOLLOWING: 

2015 MICHIGAN REHABILITATION CODE FOR EXISTING BUILDINGS 

2015 MICHIGAN BUILDING CODE |AS REFERENCED IN THE REHABILITATION CODE) 

2015 MICHIGAN PLUMBING CODE (AS REFERENCED IN THE REHABILITATION CODE) 

2015 MICHIGAN MECHANICAL CODE (AS REFERENCED IN THE REHABILITATION CODE) 

2014 MICHIGAN ELECTRICAL CODE (AS REFERENCED IN THE REHABILITATION CODE) 

OSHA - TITLE 29 PART 1910 OF THE CODE OF FEDERAL REGULATIONS 

STATE OF MICHIGAN OCCUPATIONAL SAFETY STANDARDS 

STATE OF MICHIGAN ELEVATOR CODE |PLUS ICC/ANSI A117.1 - 2003) 

CITY OF DETROIT ZONING ORDINANCE * ALL SUPPLEMENTS TO ABOVE CODES 
CITY OF DETROIT ENGINEERING DESIGN STANDARDS 

2002 STATE OF MICHIGAN BARRIER FREE DESIGN RULES (AMENDMENTS TO 
PART 4 BUILDING CODE RULES) 

1998 FEDERAL FAIR HOUSING ACT 

2. THE BUILDING WILL HAVE A FIRE ALARM SYSTEM & AN AUTOMATIC FIRE SUPPRESSION 
SYSTEM THROUGHOUT, INSTALLED IN ACCORDANCE W/ NFPA 13 REQUIREMENTS. 

3. DIMENSIONS ARE TO FACE OF MASONRY, FACE OF GYP BD, OR CENTERLINE OF 
COLUMN U.N.O. 

4. ALL MATERIALS ARE NEW U.N.O. REFER TO DEMO PLANS FOR MATERIALS TO REMAIN. 

5. FIRE RATED PARTITIONS SHALL BE CONTINUOUS FROM FLOOR TO STRUCTURE ABOVE & 
SHALL BE FIRE STOPPED TIGHTLY TO STRUCTURE PER CODE (U.L. SYSTEM). 

6. CARPENTRY CONTRACTOR SHALL FURNISH & INSTALL SHT MTL OR NON-COMBUSTIBLE 
BLOCKING IN GYP BD PARTITIONS FOR ANCHORAGE OF WALL-ATTACHED ITEMS 
INCLUDING BUT NOT LIMITED TO THE FOLLOWING: MILLWORK ITEMS, CABINETRY, 

FIXTURE, GRAB BARS, ETC. 

7. THE GENERAL CONTRACTOR SHALL NOTIFY MISS DIG (1-800-482-7171) IN ACCORDANCE 
W/ ACT 53, P.A. 1974 A MINIMUM OF 48 HOURS PRIOR TO ANY EXCAVATION. 

8. PARTITIONS SHOWN SHADED ON COMPOSITE FLOOR PLANS (AND/OR SO NOTED ON 
"PARTITION TYPES") INDICATED PARTITIONS THAT EXTEND TO STRUCTURE ABOVE. 

FIRE SAFE IF PARTITION IS RATED. 

9. ALL COMPONENTS & ACCESSORIES FOR ACCESSIBLE ROUTES REQ'D BY THE ADA 
(AMERICANS WITH DISABILITIES ACT) & THE STATE OF MICHIGAN ARE TO BE PROVIDED. 

10. FINAL LOCATION OF FIRE EXTINGUISHER CABINETS WILL BE REVIEWED IN FIELD 
W/ BUILDING OFFICIAL PRIOR TO INSTALLATION ROUGH-IN. 

11. DO NOT SCALE DRAWINGS. USE DIMENSIONS ONLY. 

12. THE CONTRACTOR SHALL BECOME FAMILIAR AND COMPLY WITH ALL 
APPLICABLE OWNER REQUIREMENTS AND CONDITIONS. 

13. DURING CONSTRUCTION, THE CONTRACTORS SHALL TAKE PRECAUTIONS 

NOT TO DAMAGE ANY EXISTING MATERIALS, ITEMS OR CONDITIONS. SHOULD SUCH 
DAMAGE OCCUR, THE CONTRACTOR SHALL REPAIR AND/OR REPLACE ALL SUCH 
DAMAGED MATERIALS, ITEMS OR CONDITIONS AT HIS OWN EXPENSE TO THE 
SATISFACTION OF THE OWNER. 

14. THE CONTRACTORS SHALL KEEP THE CONSTRUCTION SITE IN A NEAT AND ORDERLY 
CONDITION AND SHALL REMOVE RUBBISH DAILY OR AS DIRECTED BY THE OWNER/ 

D/B CONTR. MATERIALS SHALL BE STORED IN AREAS APPROVED IN 

WRITING BY THE OWNER. 

15. THE CONTRACTORS SHALL SEAL ALL PENETRATIONS IN FLOOR, CEILING, WALL AND 
STAIRS, CONDUITS, DUCT SHAFTS, WITH U.L. OR SIM. RATED SYSTEMS 

16. ALL INT FINISH MATERIALS SHALL BE CLASS "A" AS REQ'D BY CODE & SHALL BE 
PROPERLY CERTIFIED TO THE ARCHITECT. 

17. CONTRACTORS SHALL CLOSELY COORDINATE THEIR WORK SCHEDULE W/ THE 
OWNER/D/B CONTR. 

18. THE CONTRACTORS SHALL PROVIDE CERTIFICATES OF INSURANCE AS REQ'D BY 
THE OWNER/D/B CONTR PRIOR TO STARTING CONSTRUCTION. 

19. THE WORK SHALL NOT BE CONSIDERED COMPLETE AND CERTIFICATION OF THE 
FINAL PAYMENT WILL NOT BE MADE UNTIL DEBRIS HAS BEEN REMOVED FROM THE 
JOB SITE, ALL UNUSED CONSTRUCTION MATERIAL AND ITEMS HAVE EITHER BEEN 
REMOVED FROM THE BUILDING OR STORED AT THE OWNER'S DIRECTION. 

20. IT IS THE RESPONSIBILITY OF EACH TRADE TO BID THIS PROJECT FROM A COMPLETE 
SET OF PLANS & SPECS. THE MORE EXPENSIVE OF THE OPTIONS SHALL BE INCLUDED 
IN THE BID. ANY INFORMATION FOUND ON THE PLANS & NOT IN THE SPECS, OR FOUND 
IN SPECS i, NOT IN THE DRWGS, SHALL BE CONSTRUED AS TO BE INCLUDED IN BOTH 
THE SPECS AND THE DRWGS. ANY CONFLICT BETWEEN THE PLANS & SPECS WILL BE 
INTERPRETED BY THE ARCHITECT THROUGH A PROCESS MANAGED BY THE D/B CONTR. 

21. ALL WORK SHOWN IS TO BE INCLUDED IN THE SCOPE OF WORK U.N.O. AS "NOT IN 
CONTRACT" (NIC! 

22. ALL COMPONENTS FOR THE PROPER COMPLETION OF THE STAIRS AND ELEVATORS 
ARE TO BE INCLUDED. THE D/B CONTR SHALL DETERMINE WHICH COMPONENTS ARE 
PROVIDED BY WHICH TRADES. 

23. THE D/B CONTR SHALL VERIFY SIZE & LOCATION OF ALL OPENINGS IN MASONRY OR 
CONC WALLS, REQ'D BY ALL CONTRACTORS, PRIOR TO CONSTRUCTION. 

24. THE CONTRACTOR SHALL INSURE THAT SOLID BACKING IS PROVIDED FOR 
ANCHORAGE OF ARCHITECTURAL, MECHANICAL OR ELECTRICAL ITEMS. 

25. ALL FLOOR ELEVATIONS ARE BASED ON HISTORIC DATA. FINAL VERIFICATION SHALL 
BE IN FIELD BY CONTRACTOR PRIOR TO THE START OF NEW CONSTRUCTION. 

26. ALL PIPE & CONDUIT PENETRATIONS THRU ANY FLR SHALL BE SLEEVED W SLEEVES 
EXTENDING 2" MIN ABOVE THE FLR LEVEL (TYPICAL FOR MECH, ELECT, PLUMBING & 

FIRE PROTECTION ITEMS, SLEEVES SHALL BE SUPPLIED BY MECH AND ELECT TRADES). 
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A. 

PER SECTION 812.4.3.2 NO FIRE RATINGS ARE REQUIRED AT EXISTING 

B. 

EGRESS CAPACITY: BASED ON 2015 MBC. 
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C. 

CORRIDORS: 
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HISTORIC PRESERVATION CERTIFICATION APPLICATION 
PART 1 - EVALUATION OF SIGNIFICANCE 


Property name United Artists Building 



NPS Project Number 


Property address 150 Bagley 

Detroit 

Wayne 

MI 

48226 


5. Description of physical appearance 


Facing southeast on Bagley, the eighteen story tall United Artists Building is clad in red orange 
brick with terra cotta decoration and trim. It has a tripartite design executed in the Renaissance 
Revival style. The building has an L-shaped footprint with the theater building tucked into the 
west side or rear of the building. The front facade of the office building is ten bays wide and 
has a two story tall commercial base. The northernmost bay contains the theater entrance and is 
clad in terra cotta with Rennaissance Revival details that is in poor condition. Many of the 
details are missing but there are two decorative carved panels and the remains of a blind 
balustrade running across the top. The storefront below the cladding has been boarded closed. The 
gouth nine bays were re-done in the 1960s in the International Style. The bays are separated by 
aluminum clad piers. The first floor storefronts are recessed and capped by shallow arches. The 
building entrance is located in the center of the building. A separate commercial space entrance 
is located toward the south end of the elevation and has a projecting flat metal canopy. Above the 
storefronts the wall is clad in green granite or marble. There is a row of fixed windows with 
aluminum frames across the second floor. The shaft of the building, floors three through fifteen, 
has two one-over-one double hung windows in each bay at every floor. The bays are separated by 
brick clad piers. The spandrel panels between the third, fourth, and fifth floor windows are green 
granite to match the storefront. The remainder of the spandrel panels on the building are terra 
cotta and alternate between the floors with a round medallion or diamond pattern in the center. 

The fifteenth floor windows have arched tops, the wall is clad in terra cotta around them. There 
is a terra cotta band giving the appearance of dentils at the sill line of the sixteenth floor 
windows marking the top of the building. The sixteenth through eighteenth floor windows are one- 
over-one windows with metal spandrel panels between floors. The eighteenth floor windows have 
arched tops and terra cotta surrounds. A blind arcade executed in terra cotta caps the building. 

The south elevation is five bays wide and duplicates the detailing of the facade. The two story 
base has aluminum clad piers and the bays are infilled with fixed aluminum frame windows. The 
upper stories match the facade, there are green granite spandrel panels between the third, fourth 
an fifth floor windows with terra cotta spandrel panels above. The brick cladding has been 
stripped on the piers between bays beginning at the fifth floor. 

The southern three bays of the west elevation project forward of the remainder of the building and 
duplicate the detailing and decoration of the front and south facades. The remainder of the 
elevation is clad in matching brick and has pairs of one-over-one windows at every floor in almost 
every bay. One bay has a single small one-over-one window at every floor and one bay is void of 
openings. A two to three story brick clad penthouse projects above the roof. The shorter west 
wall of the theater has boarded doors at the ground level and a metal fire escape. 

The north elevation of the office building is three bays wide, the four-story tall theater building 
extends to the west. The theater portion of the elevation has no openings and has a limestone 
coping at the top of the wall. The office building is a solid brick wall for the first three 
stories. Beginning at the fourth floor there are two three-over-three windows in each bay at every 
floor, except for at the tenth and eighteenth floors. A solid terra cotta band runs across the 
elevation at the sixteenth floor window sills. 

The theater vestibule and lobby are rectangular in plan and lead to a rotunda shaped foyer. The 2 
story ceiling consists of vaulted plaster. The walls are lined with laced plaster details, 
sculptured Indian maidens, mirrors, ornamental metal wainscoting and a granite base, the flooring 
consists of marble in the lobby and mosaic tile in the vestibule. The floor slopes up from the 
exterior doors along Bagley Street to the theater level. 

The Theater itself was the smallest of the Detroit movie palaces, seating approximately 2,000 
people. Although built primarily for films, the theater had an orchestra pit that provided sound 
for silent films, and a stage for live performances. It was decorated throughout with Gothic 
plaster. The walls were adorned with lacy plaster and the ceiling a plaster dome. The stage was 
flanked with projecting canopies over the proscenium and organ grilles. 

The retail spaces were located on the first floor, and were designed to house small shops. The 
walls and ceilings of these tenant spaces have a smooth plaster finish. Mechanical ductwork is left 
exposed. And, mezzanines are located toward the rear of the spaces. 
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Detroit 
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The southeast corner of Clifford and Bagley was occupied by the Peoples' State Bank. The Bank 
interior consists of marble flooring in the public area, a decorative plaster arch on the west wall 
and a 2 story coffered, painted ceiling. The public stair to the lower level is clad in granite. 

The office building lobby has a marble floor and marble clad walls. The vaulted ceiling has a 
coffered design. The upper floors of the office building are similar. A double bank of elevators 
with stairs on the backside is located in the center of the building along the west wall. The 
elevator lobbies at each floor typically have marble floors and marble wainscoting with plaster 
walls above and a plaster ceiling. A double-loaded corridor with marble floors and wainscoting 
originally followed the L-shaped footprint of the building. However, this corridor only remains at 
2 of the 18 floors. The remaining corridor doors are wood with wood trim. The office areas are 
open and have a variety of finishes and alterations. 


□ate(s) of building(s) 1928 _ Date(s) of alteration(s) c. 1960 

Has building been moved? |^| no Q yes, specify date_ 


6. Statement of significance 

The United Artists Building contributes to the Grand Circus Park Historic District. The district 
is significant for its collection of early 20th century buildings designed by notable Detroit 
architects such as Albert Kahn, C. Howard Crane and Louis Hamper in architectural styles popular at 
the time surrounding Grand Circus Park which is significant for its association with civic events 
and landscape design, including notable monuments. In the 1920s the district became a popular 
entertainment district due to the large number of theaters constructed in the area. The United 
Artists Building was constructed within the district's period of significance which is c. 1860 
through 1950. 

The United Artists Building and movie theater opened in 1928, the theater was designed in the 
Spanish Gothic style. Designed by noted Detroit theater architect C. Howard Crane. The building 
was one of many constructed across the United States by the United Artists Movie Studio. The 
studio was founded in 1919 by movie stars including Charlie Chaplin, Mary Pickford, and Douglas 
Fairbanks. 

In 1957 the building was sold to the Detroit Automobile Inter-Insurance Exchange of the Automobile 
Association of Michigan. In the early 1960s the new owner remodeled the building and added the 
International style detailing of the first two floors and a new bank lobby. The building has been 
vacant since 1974 when the Automobile Association moved out of the building. 


7. Photographs and maps. Send photographs and map with application. 
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Partial East and North Facades 
Viewed From Bagley Avenue 
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Partial North and West Facades 
Viewed From Corner of Adams and Park Ave 
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HOBBS + BLACK ARCHITE 

<£' 2017 Hoses. «■ Blac* Associates. Inc date winiro 0&M6/17 
iice name P 2015U5802'DOCS l .HfSTORc Pr escayatioh CcnrifCAnow Apr.-ca;on\20170816 *«oc 


CTS 






150 Bagley St. 

United Artist Building Detroit, Michigan 15-802 



HOBBS + BLACK ARCHITECTS 

©2017 Hobbs + Black Associates. Inc date printed; 08/16/17 

file name; P:\2015\1 5802\DOCS\Historic Preservation Certification Application’^ 1 70816 indd 


6e of 80 

Partial East Facade @ Window 
Viewed From Bagley 
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Partial East Facade @ Arches 
Viewed From Bagley 
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Partial Facade @ North East Corner 
Viewed From Bagley 
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East Facade 
Viewed From Washington Blvd 
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East and South Facades 
Viewed From Corner of Washington & Park 
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Partial West & South Facades 
Viewed From Clifford 
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Partial South Facades & Parking Lot 
Viewed From Clifford 
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Partial South Facade 
Viewed From Clifford 
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Viewed From Clifford & Washington 
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Theater Proscenium Detail 
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Main Entry Lobby Ceiling 
Viewed From Entry Door Looking West 
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Main Entry Lobby Walls 
Viewed From Entry Doors Looking West 
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Viewed From Bank Looking West 
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Tenant Space Ceiling 
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First Floor 
Tennant Mezzanine 
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Typical Floor Elevator Lobby 
Viewed From Common Corridor Looking West 



HOBBS + BLACK ARCHITECTS 

© 201 1 Hobbs + Black Associates Inc date printed: 08/16/1 1 

file name: P:\2015\15802\DOCS\Historic Preservation Certification Application\20170616.indd 






13 OF 80 

150 Bagley St Typical Open Floor Plan 

,, . ' _ .. qViewed From Open Floor Plan Looking Northeast 

United Artist Building Detroit, Michigan _ 15-802 _ 

■ HOBBS + BLACK ARCHITECTS 

© 2017 Hobbs + Black Associates. Inc. date printed: 08/16/17 

file name: P:\2015\15802\DOCS\Historic Preservation Certification Application\20170816.indd 






150 Bagley St. 

United Artist Building 


Detroit, Michigan 


15-802 


14 OF 80 

Typical Office Floor Where 
Corridor Demising Wall Was Removed 


HOBBS + BLACK ARCHITECTS 

© 2017 Hobbs + Black Associates, Inc. date printed: 08/16/17 

file name: P:\2015\1 5802\DOCS\Historic Preservation Certification Application\201 70816 indd 




15 OF 80 

Office Floor Corridor Where 

.. A ® LE, ‘ _ .. . Demising Wall Remains - Floors 3 and 17 Only 

United Artist Building Detroit, Michigan _ 15-802 ____ 

■ HOBBS + BLACK ARCHITECTS 

© 2017 Hobbs +- Black Associates. Inc date printed: 08/16/17 

file name: P:\2015\1 5802\DOCS\Historic Preservation Certification Application\20170816 indd 





150 Baglev St. 

United Artist Building Detroit, Michigan 


15-802 


16 OF 80 
Typical Exit Stair 
Viewed From Stair Shaft Looking West 
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North Elevation Window 
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Interior of Typical 
East Window Detail 
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Theater Stage 

150 Bagley St. 

United Artist Building Detroit, Michigan _ 15-802 __ 

HOBBS + BLACK ARCHITECTS 

© 2017 Hobbs + Black Associates Inc date printed: 08/16/17 

file name: P:\2015\15802\DOCS\Historic Preservation Certification Application\20170816 indd 






150 Bagley St. 

United Ar tist Building Detroit, Michigan _ 15-802 

HOBBS + BLACK ARCHITECTS 

© 2017 Hobbs + Black Associates, Inc date printed: 08/16/17 

file name: P:\2015\15802\DOCS\Historic Preservation Certification Application\201 70816.indd 



27 of 80 
Theater Ceiling 






28 of 80 
Theater Ceiling 


150 Bagley St. 

United Artist Building Detroit, Michigan 15-802 



HOBBS + BLACK ARCHITECTS 

© 2017 Hobbs + Black Associates. Inc date printed: 08/16/17 

file name: P:\2O15\150O2\DOCS\Historic Preservation Certification Application\20170816 indd 







29 of 80 
Theater Balcony at East Wall 
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Theater Under Balcony 
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Grand Foyer Wall at West Stair to Balcony 
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Grand Foyer South Wall Towards Theater 
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Grand Foyer Towards Lobby 
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„ Lobby West Wall Towards Grand Foyer 
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Lobby Southwest Corner 
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Lobby Northeast Corner 
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Lobby Northeast Corner 


150 Bagley St. 

United Artist Building Detroit, Michigan 

HOBBS + BLACK ARC h 

© 2017 Hobbs + Black Associates Inc date printed: 08/16/17 

filename: P:\2015\15802\DOCS\HistoricPres ervation C erti fication Ap plication\20170816 indd 



15-802 _ 

ITECTS 




46 of 80 

__ „ Vestibule West Wall Towards Lobby 
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Vestibule Northwest Corner Towards Lobby 
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Vestibule Northeast Corner 
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Vestibule North Corner 
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Theater Balcony West View 
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Theater Balcony Center View 
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Theater Balcony East View 
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100 North State Street 


CHy 

Email Addmaa bbagnlc kflhobbs- black.c oin 


Tntamhortn (734) 663-41BS 


48104 


Applicant 

I haintiy artist lhal tha Inlormaflon I have piornded b. to Uia belt of my knwrtedpe, coma. I fuithar esieilitiei |chodtorw ml““J “***• “ 
ownarol Iho flbove-daaodmd property utWn the maaidnp a *oanei* *1 fonh tn M CFR »«;»!»» Ijndfai HD **! *" 

deaNbed pmperty. Pie If **ph «merHl «nm of tha action I am laUng retethe tolhU appftaktneM ^**? 
CMftMtf. 0 copy of wtve* (i) Cibtr U «i»chetl to tNi «***cMk>n loan and haarporotwi hmndn, of hM boon p*<*4outfy ^ W ^ 

CBt S *7.N»HU (Will. F« purpmea ofW» attnatatton. ih* Nnputar ehadlndudo tha pfcitelvthpww apfic prttucj 
laauaf tenmaaiaatlm In IWi wpWcmlwi may eutojcet mo tort net and Impiiaonment under 18 IJfc C. § Util. •d'OI undo/ «iiom areumiu 
Impileoninentcf uploCyaara. I I Lf y 

Mm Emmett Hot on__ Stammi- o * pj a n - D 


Bogley Development Group, LLC 


525 W. Lafayette Blvd. 11629 


earaotcnEsbcqlobal.net 


48226 


Tat^hsne 


NPS Oflklal Use Only 

Tha National Pant Batvltx hai reviewed tha Weioiie PmaerveOon CartMcatlon Application-Parti lor the above-named property and has detemilnedthd the property 

'raf contribute! to Ilia dgnltlcmice of the above-named tittrlct or Nattonal Register property andta a 'caniflad Nttode aliudum" to labahBlatJon porpoeaa. 
^ N contttOu<si to tha dgnMomce «f tho sixty*-named dathet and It a 'carUflod Natortc trtwetum - for a eharilatM eonlhbutlon (or eonaervatton purpomi 
Q dooa not eontrtbute lo tha dgnifiiwita of tho abovautamed dtitrtet. 

Pietmlnary Oatetirlnatlsna: 

n appun to mart tho National Roplater Crttada for Evdumten and wll Hhely ba natod In Ilia NatlMtai Reglilar id Ntatode Plaeaa If nemtnlded by the Slate Historic 
1-1 PeeaervatJon ORcar accoidJnp id Ihe procedures eat forth In 36 CFR Part BP. 

n does not appear to map the National Repin er Citteda (or EvNuNlun and at* llkaly not t» Balod In Ih* National Raglatar. 

Q appaara ta conWbuta to »i« tgoPeanie of a polandal hlrtotte dlnrld. which u« tMy ba Baled In tho National R«|paiar td Hlatorie Ptacm P nomtnPod hy tha SM* 

n adapMlPCMMblAa to tha Ilcnltloanca ot e mptaaradNatane dliWd If lha pwlod or area of dgnKlisania a» doaimented In Ih. Nattonal RapWar noMnaSon or dlndd 
1-1 documeMaUtm at flewHh tho NPS la aypanded by ItfMN Hlatodc Proaervnlon Offlear.^— 

□ daeattf appaarloq^ifyaaaoartffladhinoticaliuAmy , — / j . 


National nth Servtca Authorued Slgnatuie 



